TABLE VIII 


100 MM FILTER MENTHOL CIGARETTES 


Brand 

Now 

Barclay 3 

Kool Ultra 3 

MERIT ULTRA LIGHTS 

B fit H DELUXE ULTRA LIGHTS (BOX) 

Salem Ultra Lights 

Vantage Ultra Lights 

Bright 

Kent Golden Lights 
More Lights 

VIRGINIA SLIMS LIGHTS (BOX) 
Salem Slim Lights 
Silva Thins 
True 

Kool Lights 

Newport Lights 

Belair 

Satin 

MERIT 

Salem Light 
Vantage 
PLAYERS (BOX) 

BENSON & HEDGES LIGHTS 

VIRGINIA SLIMS 

KoolZ 

Salem 

BENSON fit HEDGES (BOX) 

BENSON fit HEDGES 

Newport^ 


CO, mg/cigt. NO, mg/cigt. 


1.8 

0.07 

2.0 

0.06 

4.0 

0.10 

5.0 

0.13 

6.4 

0.14 

6.4 

0.19 

7.1 

0.18 

7.5 

0.22 

8.0 

0.18 

8.4 

0.23 

8.7 

0.18 

8.8 

0.22 

8.8 

0.23 

9.0 

0.20 

9.4 

0.24 

9.8 

0.22 

9.8 

0.23 

10.0 

0.24 

11 .0 

0.24 

1 1 .4 

0.30 

11 .7 

0.27 

12.2 

0.23 

13.1 

0.24 

14.8 

0.26 

15.4 

0.34 

16.4 

0.38 

16.8 

0.31 

17.1 

0.30 

19.5 

0.36 


^Does not have filter ventilation. 

3 The FTC has determined that its present methodology does not 
accurately measure the CO deliveries of cigarettes incorporating 
a "Barclay-type" filter. 
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Source: https://www.industrydocuments.ucsf.edu/docs/hjnk0001 



